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CONDENSER FAN FITMENT ILLUSTRATION 


What you need to know! 


Please refer to the condenser fan fitment illustration shown below, and identify the type of 
installation required, prior to comencing any replacements. 


UPSTREAM FITMENT - PUSHER DOWNSTREAM FITMENT - PULLER 
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Cooltemp 


COOLTEMP FANS - APPLICATION GUIDE 


THIS APPLICATION GUIDE IS TO BE USED AS A GUIDE ONLY AND WILL NEED TO BE CHECKED WITH THE ORIGINAL PART. 


OVERALL DIAMETER DEPTH 


= - - - 


[9] [9] 


° ₪ 

PART N° VOLTS BLADE DIAMETER neers DEPTH LPS WATTS DIRECTION OTHER INFORMATION 

12V 
FA-10307 12V 10” (255mm) 283mm 66mm 338 80W REVERSIBLE 
FA-10400 12V 12” (285mm) 315mm 64mm 338 85W REVERSIBLE 
FA-10470 12V 14” (335mm) 360mm 90mm 560 120W REVERSIBLE 

24V 
FA-13404 24V 10” (255mm) 283mm 66mm 338 80W REVERSIBLE 
FA-13416 24V 12” (285mm) 315mm 64mm 338 85W REVERSIBLE 
FA-13424 24V 14” (335mm) 360mm 90mm 560 120W REVERSIBLE 

FA-10307 FA-10400 FA-10470 
COOLTEMP 12V 10” (255MM) 80W COOLTEMP 12V 12” (285MM) 85W COOLTEMP 12V 14” (335MM) 120W 
REVERSIBLE REVERSIBLE REVERSIBLE 


FA-13404 FA-13416 FA-13424 
COOLTEMP 24V 10” (255MM) 80W COOLTEMP 24V 12” (285MM) 85W COOLTEMP 24V 14” (335MM) 120W 
REVERSIBLE REVERSIBLE REVERSIBLE 
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Davies Craig 


DAVIES CRAIG FANS - APPLICATION GUIDE 


THIS APPLICATION GUIDE IS TO BE USED AS A GUIDE ONLY AND WILL NEED TO BE CHECKED WITH THE ORIGINAL PART. 


OVERALL DIAMETER DEPTH 


PART N° VOLTS BLADE DIAMETER Geen DEPTH AMPS WATTS DIRECTION OTHER INFORMATION 
12V 
FA-10422 12V 8" (I90mm) 215mm 52mm 5 90W REVERSIBLE FAN ONLY (SHORT) 
FA-10432 12V 9” (225mm) 249mm 55mm 6.5 90W REVERSIBLE FAN ONLY (SHORT) 
FA-10442 12V 10” (255mm) 290mm 64mm 7i 90W REVERSIBLE FAN ONLY (SHORT) 
FA-10452 12V 12” (285mm) 293mm 51mm 9 108W REVERSIBLE FAN ONLY (SHORT) 
FA-10462 12V 14” (345mm) 350mm 76mm 11 130W REVERSIBLE FAN ONLY (SHORT) 
FA-10484 12V 16” (385mm) 424mm 100mm 19 225W REVERSIBLE FAN ONLY (SHORT) 
24V 
FA-13100 24V 8” 190mm) 213mm 52mm 2.4 90W REVERSIBLE FAN ONLY (SHORT) 
FA-13524 24V 9” (225mm) 249mm 55mm 5 25 90W REVERSIBLE FAN ONLY (SHORT) 
FA-13534 24V 10” (255mm) 290mm 64mm 25 90W REVERSIBLE FAN ONLY (SHORT) 
FA-13554 24V 12” (285mm) 293mm 51mm 4.5 108W REVERSIBLE FAN ONLY (SHORT) 
FA-13574 24V 14” (345mm) 350mm 76mm 558 150VV REVERSIBLE FAN ONLY (SHORT) 
FA-13624 24V 16” (385mm) 424mm 100mm 95 225VV REVERSIBLE FAN ONLY (SHORT) 
FA-10422 FA-10432 FA-10442 
DAVIES CRAIG 12V 8” (190MM) 90W DAVIES CRAIG 12V 9” (225MM) 90W DAVIES CRAIG 12V 10” (255MM) 
REVERSIBLE REVERSIBLE 90W REVERSIBLE 
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Davies Craig 


FA-10452 FA-10462 FA-10484 
DAVIES CRAIG 12V 12” (285MM) DAVIES CRAIG 12V 14” (345MM) DAVIES CRAIG 12V 16” (385MM) 
108W REVERSIBLE 130W REVERSIBLE 225W REVERSIBLE 


FA-13100 FA-13524 FA-13534 
DAVIES CRAIG 24V 8” (190MM) 90W DAVIES CRAIG 24V 9” (225MM) 90W DAVIES CRAIG 24V 10” (255MM) 
REVERSIBLE REVERSIBLE 90W REVERSIBLE 


FA-13554 FA-13574 FA-13624 
DAVIES CRAIG 24V 12” (285MM) DAVIES CRAIG 24V 14” (345MM) DAVIES CRAIG 24V 16” (385MM) 
108W REVERSIBLE 130W REVERSIBLE 225W REVERSIBLE 
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SINCE 


1969 EBM Papst 


EBM PAPST S1G SERIES FANS - APPLICATION GUIDE 


THIS APPLICATION GUIDE IS TO BE USED AS A GUIDE ONLY AND WILL NEED TO BE CHECKED WITH THE ORIGINAL PART. 


OVERALL DIAMETER DEPTH 


PART N° VOLTS BLADE DIAMETER GER DEPTH M3/H AMPS DIRECTION OTHER INFORMATION 


12V - S1G SERIES 


FA-13010 12V 10” (255mm) 279mm 74mm 970 6A PULLER BRUSHLESS MOTOR 


FA-13011 12V 10” (255mm) 279mm 74mm 970 6A PUSHER BRUSHLESS MOTOR 


24V - S1G SERIES 


FA-18010 24V 10” (255mm) 279mm 74mm 1920 44А PULLER BRUSHLESS MOTOR 
FA-18011 24V 10” (255mm) 279mm 74mm 1920 44А PUSHER BRUSHLESS MOTOR 
FA-13010 FA-13011 
EBM PAPST 12V 10” (255MM) 6A PULLER EBM PAPST 12V 10” (255MM) 6A PUSHER 


FA-18010 FA-18011 


EBM PAPST 24V 10” (255MM) 4.4A PULLER EBM PAPST 24V 10” (255MM) 4.4A PUSHER 
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Maradyne 


MARADYNE FANS - APPLICATION GUIDE 


THIS APPLICATION GUIDE IS TO BE USED AS A GUIDE ONLY AND WILL NEED TO BE CHECKED WITH THE ORIGINAL PART. 


OVERALL DIAMETER DEPTH 


WS 
PART N° VOLTS BLADE DIAMETER ЕЕ DEPTH M3/H AMPS DIRECTION OTHER INFORMATION 
12V 
FA-10132 12V 8” (190mm) 210mm | 63mm 915 81A | REVERSIBLE SKEW BLADE 
FA-10140 12V 9” (225mm) 247mm | 63mm 1339 77A | REVERSIBLE SKEW BLADE 
FA-10164 12V 10” (255mm) | 285mm | 63mm 1610 79A | REVERSIBLE SKEW BLADE 
FA-10183 12V 11” 280mm) 310mm | 63mm 1881 74A | REVERSIBLE SKEW BLADE 
FA-10192 12V 12” (305mm) | 336mm | 63mm 1958 72A | REVERSIBLE SKEW BLADE 
FA-10196 12V 14" (355mm) 382mm | 73mm 2636 75A | REVERSIBLE SKEW BLADE 
FA-10211 12V 16” (385mm) 414mm | 8imm 3678 177A | REVERSIBLE SKEW BLADE 
24N 
FA-13220 24У 8” (190mm) 210mm | 63mm 820 REVERSIBLE SKEW BLADE 
FA-12325 24У 9” (225mm) 247mm | 63mm 1151 ЗЗА | REVERSIBLE SKEW BLADE 
FA-12341 24V 10” (255mm) | 285mm | 63mm 1588 4А REVERSIBLE SKEW BLADE 
FA-13346 24V 11” 280mm) 310mm | 63mm 1822 4.5A | REVERSIBLE SKEW BLADE 
FA-13350 24V 12"(205mm) | 336mm | 63mm 2000 5A REVERSIBLE SKEW BLADE 
FA-13354 24V 14" (355mm) 382mm | 73mm 3224 82A | REVERSIBLE SKEW BLADE 
FA-13357 24V 16" (385mm) 414mm | 81mm 3478 9.9A | REVERSIBLE SKEW BLADE 
FA-10132 FA-10140 
MARADYNE 12V 8” (190MM) 8.1A REVERSIBLE MARADYNE 12V 9” (225MM) 7.7A REVERSIBLE 
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Магадупе 


FA-10164 FA-10183 


MARADYNE 12V 10” (255MM) 7.9A REVERSIBLE MARADYNE 12V 11” (280MM) 7.4A REVERSIBLE 


FA-10192 FA-10196 


MARADYNE 12V 12” (305MM) 7.2A REVERSIBLE MARADYNE 12V 14” (355MM) 7.5A REVERSIBLE 


Vë x A 
KZ 


— 


— — 


FA-10211 FA-13320 
MARADYNE 12V 16” (385MM) 17.7A REVERSIBLE MARADYNE 24V 8” (190MM) REVERSIBLE 
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FA-13325 FA-13341 
MARADYNE 24V 9” (225MM) 3.3A REVERSIBLE MARADYNE 24V 10” (255MM) 4A REVERSIBLE 


FA-13346 FA-13350 
MARADYNE 24V 11” (280MM) 4.5A REVERSIBLE MARADYNE 24V 12” (305MM) 5A REVERSIBLE 
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FA-13354 FA-13357 
MARADYNE 24V 14” (355MM) 8.2A REVERSIBLE MARADYNE 24V 16” (385MM) 9.9A REVERSIBLE 
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Spal Straight Blade 


SPAL STRAIGHT BLADE FANS - APPLICATION GUIDE 


THIS APPLICATION GUIDE IS TO BE USED AS A GUIDE ONLY AND WILL NEED TO BE CHECKED WITH THE ORIGINAL PART. 
OVERALL DIAMETER DEPTH 


= - < ` E 


NS 
DÄ 
ШШ 
ХТ 
= = 
PART N° VOLTS BLADE DIAMETER GER ОЕРТН M3/H AMPS DIRECTION OTHER INFORMATION 
12V STRAIGHT BLADE 
FA-10505 12V 5.1” (30mm) 140mm 58mm 450 ЗЛА PULLER 
FA-10605 12V 6.5” (65mm) 178mm 52mm 530 6ЛА PULLER 
FA-10615 12V 8” (90mm) 209mm 52mm 620 44А PULLER 
FA-10616 12V 8” (90mm) 209mm 52mm 590 4.3A PUSHER 
FA-10625 12V 9” (225mm) 246mm 52mm 1010 6.7A PULLER 
FA-10626 12V 9” (225mm) 246mm 52mm 1140 8.3A PUSHER 
FA-10631 12V 9” (225mm) 248mm 95mm 1280 7.2A PULLER LONG LIFE MOTOR 
FA-10650 12V 9” (225mm) 284mm 52mm 1090 5.8A PULLER 
FA-10651 12V 10” (255mm) 284mm 52mm 1070 5.4A PUSHER 
FA-10654 12V 10” (255mm) 278mm 95mm 1870 10.5A PULLER LONG LIFE MOTOR 
FA-10655 12V 10” (255mm) 278mm 95mm 1750 9.6A PUSHER LONG LIFE MOTOR 
FA-10680 12V 11” (280mm) 310mm 52mm 1280 6.2A PULLER 
FA-10681 12V 11” (280mm) 310mm 52mm 1290 6.4A PUSHER 
FA-11680 12V 11” (280mm) 304mm 95mm 2220 1.2A PUSHER LONG LIFE MOTOR 
FA-10698 12V 12" (305mm) 335mm 52mm 1470 6.9A PULLER 
FA-10700 12V 12” (305mm) 335mm 52mm 1450 6.4A PUSHER 
FA-10702 12V 12” (305mm) 335mm 88mm 2250 13.5A PULLER LONG LIFE MOTOR 
FA-13700 12V 12” (305mm) 331mm 95mm 2430 15.6A PULLER LONG LIFE MOTOR 
FA-10703 12V 12” (305mm) 335mm 88mm 2190 12.6A PUSHER LONG LIFE MOTOR 
FA-13701 12V 12” (305mm) 331mm 95mm 2430 15.3А PUSHER LONG LIFE MOTOR 
FA-10730 12V 13” (330mm) 361mm 52mm 1630 75A PULLER 
FA-10731 12V 13” (330mm) 361mm 52mm 1680 7ЛА PUSHER 
FA-10743 12V 14" (355mm) 382mm 62mm 2220 9.5A PULLER 
FA-10744 12V 14” (355mm) 382mm 62mm 2140 8.7A PUSHER 
FA-10785 12V 16” (385mm) 412mm 62mm 2490 10.7A PULLER 
FA-10786 12V 16” (385mm) 412mm 62mm 2550 10.5A PUSHER 
FA-11790 12V 16” (385mm) 412mm 88mm 3250 18.5A PULLER LONG LIFE MOTOR 
24V STRAIGHT BLADE 
FA-14215 24V 8” (90mm) 209mm 52mm 650 2.4A PULLER 
FA-14216 24V 8" (90mm) 209mm 52mm 650 2.4A PUSHER 
FA-14225 24V 9” (225mm) 246mm 52mm 1070 3.7A PULLER 
FA-14226 24V 9” (225mm) 246mm 52mm 1180 414 PUSHER 
FA-14250 24V 10” (255mm) 284mm 52mm 1340 5A PULLER 
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Spal Straight Blade 


Highgate 


PART N° VOLTS BLADE DIAMETER ЕЕЕ DEPTH M3/H AMPS DIRECTION OTHER INFORMATION 
24V STRAIGHT BLADE (CONTINUED) 

FA-14251 24V О” (255mm) 284mm 52mm 1320 4.5A PUSHER 

FA-14254 24V О” (255mm) 278mm 95mm 1990 5.7A PULLER LONG LIFE MOTOR 

FA-14255 24V О” (255mm) 278mm 95mm 2060 6.7A PUSHER LONG LIFE MOTOR 

FA-15241 24V О” (255mm) 278mm 95mm 1860 5.3A PUSHER LONG LIFE MOTOR 

FA-17950 24V О” (255mm) 284mm 95mm PUSHER VERY LONG LIFE MOTOR 

FA-14280 24V 1” (280mm) 310mm 52mm 1450 4.6A PULLER 

FA-14281 24V Ti" (280mm) 310mm 52mm 1460 4.5A PUSHER 

FA-14305 24V 2” (305mm) 335mm 52mm 1970 5.4A PULLER 

FA-14307 24V 2” (305mm) 335mm 52mm 1800 4.6A PUSHER 

FA-15259 24V 12" (300mm) 331mm 95mm 2580 8.2A PULLER LONG LIFE MOTOR 

FA-15260 24V 2” (300mm) 331mm 95mm 2900 7.40 PULLER LONG LIFE MOTOR 

FA-15261 24V 2” (300mm) 331mm 95mm 2760 7ЛА PUSHER LONG LIFE MOTOR 

FA-14330 24V 13” (330mm) 361mm 52mm 2040 44А PULLER 

FA-14331 24V 13” (330mm) 361mm 52mm 2000 4.3A PUSHER 

FA-14355 24V 14” (355mm) 382mm 62mm 2170 4.9A PULLER 

FA-14357 24V 14” (355mm) 382mm 62mm 2100 4.5A PUSHER 

FA-14385 24V 16” (385mm) 412mm 62mm 2480 5.5A PULLER 

FA-14386 24V 16” (385mm) 412mm 62mm 2640 5.2A PUSHER 

FA-14514 24V 16” (385mm) 412mm 88mm 3430 9.3A PUSHER LONG LIFE MOTOR 
FA-10505 FA-10605 FA-10615 

SPAL 12V 5.1” (130MM) ЗЛА PULLER SPAL 12V 6.5” (165MM) 6.1A PULLER SPAL 12V 8” (190MM) 4.4A PULLER 


FA-10616 FA-10625 FA-10626 


SPAL 12V 8” (190MM) 4.3A PUSHER SPAL 12V 9” (225MM) 6.7A PULLER SPAL 12V 9” (225MM) 8.3A PUSHER 
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Spal Straight Blade 


FA-10631 FA-10650 FA-10651 


SPAL 12V 9" (225MM) 7.2A PULLER SPAL 12V 9" (225MM) 5.8A PULLER SPAL 12V 10" (255MM) 5.4A PUSHER 


FA-10654 FA-10655 FA-10680 


SPAL 12V 10" (255MM) 10.5A PULLER SPAL 12V 10" (255MM) 9.6A PUSHER SPAL 12V 11" (280MM) 6.2A PULLER 


FA-10681 FA-11680 FA-10698 


SPAL 12V 11" (280MM) 6.4A PUSHER SPAL 12V 11” (280MM) 11.2A PUSHER SPAL 12V 12” (305MM) 6.9A PULLER 
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Spal Straight Blade 
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FA-10700 FA-10702 FA-15700 


SPAL 12V 12" (305MM) 6.4A PUSHER SPAL 12V 12" (305MM) 13.5A PULLER SPAL 12V 12" (305MM) 15.6A PULLER 
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FA-10703 FA-13701 FA-10730 


ЕЕ არების, EEA SPAL 12V 12” (305MM) 15.3A PUSHER SPAL 12V 13” (330MM) 7.5A PULLER 
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FA-10731 FA-10743 FA-10744 


SPAL 12V 13” (330MM) 7.1A PUSHER SPAL 12V 14” (355MM) 9.5A PULLER SPAL 12V 14” (355MM) 8.7A PUSHER 
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Spal Straight Blade 


FA-10785 FA-10786 FA-11790 
SPAL 12V 16” (385MM) 10.7A PULLER SPALTEN ЧӘ” lr 


PUSHER SPAL 12V 16” (385MM) 18.5A PULLER 
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FA-14215 FA-14216 


FA-14225 
SPAL 24V 8" (190MM) 2.4A PULLER 


SPAL 24V 8" (190MM) 2.4A PUSHER SPAL 24V 9" (225MM) 3.7A PULLER 
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ЕА-14226 FA-14250 


FA-14251 
SPAL 24V 9” (225MM) 4.1A PUSHER 


SPAL 24V 10” (255MM) 5A PULLER SPAL 24V 10” (255MM) 4.5 PUSHER 
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FA-14254 FA-14255 FA-15241 


SPAL 24V 10” (255MM) 5.7A PULLER SPAL 24V 10” (255MM) 6.7A PUSHER SPAL 24V 10” (255MM) 5.3A PUSHER 


% % 


FA-17950 FA-14280 FA-14281 


SPAL 24V 10” (255MM) PUSHER SPAL 24V 11” (280MM) 4.6A PULLER SPAL 24V 11” (280MM) 4.5A PUSHER 
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FA-14305 FA-14307 FA-15259 


SPAL 24V 12” (305MM) 5.4A PULLER SPAL 24V 12” (305MM) 4.6A PUSHER SPAL 24V 12” (300MM) 8.2A PULLER 
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Spal Skew Blade 
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SPAL SKEW BLADE FANS - APPLICATION GUIDE 


THIS APPLICATION GUIDE IS TO BE USED AS A GUIDE ONLY AND WILL NEED TO BE CHECKED WITH THE ORIGINAL PART. 


OVERALL DIAMETER DEPTH 


= - = e 


PART N° VOLTS BLADE DIAMETER БУБА DEPTH M3/H AMPS DIRECTION OTHER INFORMATION 
12V SKEW BLADE 

FA-12625 12V 9” (225mm) 246mm 52mm 1020 5.7A PULLER 

FA-12626 12V 9” (225mm) 246mm 52mm 1000 5.8A PUSHER 

FA-12650 12V 10” (255mm) 284mm 52mm 1200 5.6A PULLER 

FA-12651 12V 10” (255mm) 284mm 52mm 1200 5.6A PUSHER 

FA-13650 12V 10” (255mm) 278mm 95mm 1750 9.6A PUSHER 

FA-17910 12V 10” (255mm) 284mm 95mm PUSHER VERY LONG LIFE MOTOR 

FA-12680 12V Ti" (280mm) 310mm 52mm 1320 6.4A PULLER 

FA-12681 12V 11” (280mm) 310mm 52mm 1410 6.4A PUSHER 

FA-12690 12V Ti" (280mm) 310mm 95mm 1320 6.4A PULLER LONG LIFE MOTOR 

FA-12700 12V 12” (305mm) 335mm 52mm 1540 6.7A PULLER 

FA-12701 12V 12” (305mm) 335mm 52mm 1590 6.2A PUSHER 

FA-12740 12V 12” (305mm) 331mm 95mm 2560 15.5A PULLER LONG LIFE MOTOR 

FA-13743 12V 14” (355mm) 382mm 88mm 3160 19.5A PULLER LONG LIFE MOTOR 

FA-13744 12V 14” (355mm) 382mm 88mm 3030 19.6A PUSHER LONG LIFE MOTOR 

FA-12790 12V 16” (385mm) 412mm 88mm 3430 19.5A PULLER LONG LIFE MOTOR 

FA-12791 12V 16” (385mm) 412mm 88mm 3320 21.5A PUSHER LONG LIFE MOTOR 

FA-13750 12V 16” (385mm) 412mm 88mm 5000 19.5A PULLER HI-PERFORMANCE LL 

FA-13752 12V 16” (385mm) 399mm 95mm 3417 291A PULLER LONG LIFE MOTOR 
24V SKEW BLADE 

FA-16230 24V 9” (225mm) 246mm 52mm 170 4А PULLER 

FA-16231 24V 9” (225mm) 246mm 52mm 1180 $.9A PUSHER 

FA-17230 24V 9” (225mm) 248mm 95mm 1330 4.5A PULLER LONG LIFE MOTOR 

FA-17231 24V 9” (225mm) 248mm 95mm 1240 4.4A PUSHER LONG LIFE MOTOR 

FA-16240 24V 10” (255mm) 284mm 52mm 1300 3.9A PULLER 

FA-16241 24V 10” (255mm) 284mm 52mm 1400 3.7A PUSHER 

FA-14291 24V Ti" (280mm) 310mm 52mm 1450 3.8A PULLER 

FA-16250 24V Ti" (280mm) 310mm 52mm 1490 3.6A PUSHER 

FA-17250 24V 11” (280mm) 303mm 95mm 2540 7A PULLER 

FA-16260 24V 12” (305mm) 335mm 52mm 1680 3.4A PULLER 

FA-16261 24V 12” (305mm) 335mm 52mm 1620 $.5A PUSHER 

FA-17260 24V 12” (305mm) 331mm 95mm 2650 71A PULLER LONG LIFE MOTOR 

FA-17261 24V 12” (305mm) 331mm 95mm 2990 9.6A PUSHER LONG LIFE MOTOR 

FA-14308 24V 12" (305mm) 331mm 112гпгп 2980 10.7A PULLER LONG LIFE MOTOR 

FA-14309 24V 12” (305mm) 331mm 112гпгп 3260 13A PUSHER LONG LIFE MOTOR 

FA-17985 24V 12” (305mm) 331mm 112гпгп 2980 PUSHER VERY LL, KNURLED SHAFT 

FA-17300 24V 16” (385mm) 412mm 88mm 3690 91A PULLER LONG LIFE MOTOR 
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Spal Skew Blade 


FA-12625 FA-12626 FA-12650 


SPAL 12V 9” (225MM) 5.7A PULLER SPAL 12V 9” (225MM) 5.8A PUSHER SPAL 12V 10” (255MM) 5.6A PULLER 


FA-12651 FA-13650 FA-17910 


SPAL 12V 10” (255MM) 5.6A PUSHER SPAL 12V 10” (255MM) 9.6A PUSHER SPAL 12V 10” (255MM) PUSHER 


FA-12680 FA-12681 FA-12690 


SPAL 12V 11” (280MM) 6.4A PULLER SPAL 12V 11” (280MM) 6.4A PUSHER SPAL 12V 11” (280MM) 6.4A PULLER 
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FA-12700 


SPAL 12V 12” (305MM) 6.7A PULLER 


FA-13743 


SPAL 12V 14” (355MM) 19.5A PULLER 
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FA-12791 


SPAL 12V 16” (385MM) 21.54 PUSHER 
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FA-12740 


FA-12701 
SPAL 12V 12” (305MM) 15.5A PULLER 


SPAL 12V 12” (305MM) 6.2A PUSHER 


FA-13744 FA-12790 
SPAL 12V 16” (385MM) 19.5A PULLER 


SPAL 12V 14” (355MM) 19.6A 
PUSHER 
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FA-13752 


FA-13750 
SPAL 12V 16” (385MM) 29.1A PULLER 


SPAL 12V 16” (385MM) 19.5A PULLER 
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Spal Skew Blade 


FA-16230 FA-16231 FA-17230 


SPAL 24V 9” (225MM) 4A PULLER SPAL 24V 9” (225MM) 3.9A PUSHER SPAL 24V 9” (225MM) 4.5A PULLER 


FA-17231 FA-16240 FA-16241 


SPAL 24V 9” (225MM) 4.4A PUSHER SPAL 24V 10” (255MM) 3.9A PULLER SPAL 24V 10” (255MM) 3.7A PUSHER 


FA-14291 FA-16250 FA-17250 


SPAL 24V 11” (280MM) 3.8A PULLER SPAL 24V 11” (280MM) 3.6A PUSHER SPAL 24V 11” (280MM) 7A PULLER 
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Spal Skew Blade 
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FA-16260 FA-16261 FA-17260 


SPAL 24V 12” (305MM) 3.4A PULLER SPAL 24V 12” (305MM) 3.5A PUSHER SPAL 24V 12” (305MM) 7.1A PULLER 
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FA-17261 FA-14308 FA-14309 


SPAL 24V 12” (305MM) 10.7A 


SPAL 24V 12” (305MM) 9.6A PUSHER PULLER 


SPAL 24V 12” (305MM) 13A PUSHER 


UNAVAILABLE 
PLEA 
ONLINE AT 
WWW.HIGHGATEAIR.COM.AU 


FA-17985 FA-17300 


SPAL 24V 12" (305MM) PUSHER SPAL 24V 16” (385MM) 9.1A PULLER 


ONLINE AT 


WWW.HIGHGATEAIR.COM.AU 
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SINCE 


1969 Tripac 


TRIPAC SKEW BLADE UNIVERSAL FANS - APPLICATION GUIDE 


THIS APPLICATION GUIDE IS TO BE USED AS A GUIDE ONLY AND WILL NEED TO BE CHECKED WITH THE ORIGINAL PART. 


TRIPAC 12V 335MM REVERSIBLE 


— 


4 4 


PART N° VOLTS LENGTH WIDTH 


DEPTH 


M3/H 


OVERALL DIAMETER DEPTH 
N 
OVERALL 

PART N? VOLTS BLADE DIAMETER DIAMETER DEPTH M3/H AMPS DIRECTION OTHER INFORMATION 

12V 
FA-10892 12V 335mm 368 100 REVERSIBLE SUITS VPVR,VS COMMODORE 

24V 
FA-14764 24V 335mm 368 101 2430 5.8A REVERSIBLE SKEW BLADE 

FA-10892 FA-14764 


TRIPAC 24V 335MM 5.8A REVERSIBLE 


AMPS 


TWIN FAN & SHROUD - APPLICATION GUIDE 


DIRECTION 


OTHER INFORMATION 


FA-10900 12V 585MM 360MM 


95MM 


PULLER 


7 Ре 
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Lag 4ב‎ 


FA-10900 


el lm. 


FAN, CONDENSER, DUAL, 12V 


Fan Accessories 


Highgate 


FAS-18468 FAS-18820 FAS-18845 
FAN MOUNTING KIT, PLASTIC ZIP FAN MOUNTING KIT, BOLTS & 
FAN BRACKET, MOUNTING, SINGLE TIES (SET OF 4) WASHERS (SET OF 4) 


FAS-18500 FAS-18962 FAS-18850 


FAN CONTROLLER, THERMATIC, 
MECHANICAL 


FAN RELAY & LOOM, UNIVERSAL 
12V, SUITS MOST CONDENSER FANS 


pm WWW.HIGHGATEAIR.COM AU 


FAS-18854 FAS-18848 FAS-18846 


FAN SPARE, SEAL, SUITS FAS-18500 


FAN TEMPERATURE SWITCH, 
TRIGGER 90C ON 80C OFF, WITH 
WIRE AND LOOM 


FAN RELAY & LOOM, UNIVERSAL 
24V, SUITS MOST CONDENSER FANS 


FAN TEMPERATURE SWITCH, 
TRIGGER 90C ON 80C OFF 


WWW.HIGHGATEAIR.COM.AU 


FAS-18847 


FAN TEMPERATURE SWITCH, 
TRIGGER 85C ON 74C OFF 
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OEM Replacement Fan Assemblies 


MODEL YEAR ENGINE TYPE PART N° 
BMW 
3 SERIES E46 08/98-01/05 Condenser FAC-17860 
5 SERIES E39 09/96-02/03 Condenser FAC-17620 
5 SERIES E60 10/03-04/10 Radiator FAR-17892 
X3 E83 04- Condenser FAC-28253 
X5 E53 01/00-01/07 6cyl 3.0TD Condenser FAC-17899 
CHRYSLER 
PT CRUISER 06/00-02 Condenser FAC-20622 
CITROEN 
C8 02- Condenser FAC-74125 
DAEWOO 
NUBIRA 04/97-03/01 4 Cyl 1.6! Condenser FAC-22424 
FIAT 
SCUDO 07- Сопаепѕег FAC-74125 
FORD 
FALCON AU 09/98-10/02 6 Cyl 4.0L, V8 5.0L Dual Fan FAC-32400 
FALCON BA 10/02-10/05 6 Cyl 4.0L, V8 5.4L Dual Fan FAR-32410 
FALCON BF,FG 10/05-12/11 6 Cyl 4.0L, V8 5.4L Radiator FAR-32420 
FALCON BF,FG 10/05-12/11 6 Cyl 4.0L, V8 5.4L (With Resistor) Radiator FAR-32425 
FALCON BF,FG 10/05-12/11 6, 8 Cyl, (Shroud Only) Radiator FAR-32450 
FALCON EL 09/96-09/98 6 Cyl 4.0L, V8 5.0L (Single Plug) Dual Fan FAR-32342 
FOCUS LS 05/05-05/08 Radiator FAR-33240 
FOCUS LW 07/11- 4 Cyl 1.6L, 2.0L Petrol Radiator FAR-33250 
LASER KJ 12/96-02/99 Condenser FAC-33526 
LASER KJ 12/96-02/99 Radiator FAR-33530 
LASER KN 02/99-04/02 Condenser FAC-33533 
TERRITORY SX 04/04-10/05 6 Cyl 4.0i Dual Fan FAR-34420Z 
TERRITORY SX, SY 04/04-04/11 6 Cyl 4.0L (With Resistor) Radiator FAR-32425 
TERRITORY SY 02/06-04/11 6 Cyl 4.0L Radiator FAR-32420 
GREAT WALL 
X240 10/09- 4 Cyl 2.41 Radiator FAR-36750 
HOLDEN 
ASTRA TS 09/98-04/06 Condenser FAC-37220 
BARINA TK 12/05-06/08 Radiator FAR-37160 
CAPTIVA CG II 02/11- 2.2TD (With Module) Condenser FAC-37750 
COLORADO 07/08-05/12 Condenser FAC-40341 
COLORADO 07/08-05/12 V6 Radiator FAR-40150 
COMMODORE VE S1 01/06-09/10 V6 Dual Fan FAR-37950 
COMMODORE VE S1 01/06-09/10 V8 Dual Fan FAR-37955 
COMMODORE VP-VS 10/91-06/97 V6, V8 Condenser FAC-38170Z 
COMMODORE VT, VX 08/97-08/02 VT V6 #L435512 ON, VX All Dual Fan FAR-37474 
COMMODORE VY, WH 09/02-08/04 V6 Dual Fan FAC-38188 
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OEM Replacement Fan Assemblies 


MODEL YEAR ENGINE TYPE PART N° 
COMMODORE VY, WH 09/02-08/04 V8 Dual Fan FAC-38190 
COMMODORE VZ 05/04-01/09 V6 Dual Fan FAC-38200 
RODEO RA 02/03-11/08 All Condenser FAC-40341 
RODEO RA 03/03-12/08 4 Cyl, 3.0TD Radiator FAR-40155 
RODEO RA 10/06-11/08 V6 Radiator FAR-40150 
VECTRA JR, JS 06/97-03/04 Condenser FAC-41618 
ZAFIRA TT 06/01-03/06 4 Cyl 2.21 Condenser FAC-37220 

HONDA 
CIVIC 00-02 Condenser FAC-44211 
CIVIC 0/95-10/00 Condenser FAC-44190 
CRV 0/97-12/01 Condenser FAC-44370 
CRV 0/97-12/01 Radiator FAR-44291 
CRV 2/01-02/07 Condenser FAC-44372 
CRV 2/01-02/07 Radiator FAR-44295 
CRV RM 11/12- 4 Cyl 2.4L Condenser FAC-44377 
JAZZ GE 08/08- Condenser FAC-44425 
HYUNDAI 
GETZ TB 10/02- Radiator FAR-45390 
130 FD 09/07-04/12 4 cyl 1.6TD Radiator FAR-45401 
130 FD 09/07-04/12 4 cyl 1.6L, 2.0L Petrol Radiator FAR-45415 
140 VF 09/11- 4 cyl 2.0L Radiator FAR-45420 
145 YF 05/10- 4 cyl 2.0L, 2.4L Radiator FAR-45440 
ILOAD TQ 01/08- 4 cyl 2.5TD Radiator FAR-45450 
ILOAD TQ 01/08- 4 Cyl 2.4L Radiator FAR-45452 
IMAX TQ 01/08- 4 cyl 2.5TD Radiator FAR-45450 
IMAX TQ 01/08- 4 Cyl 2.4L Radiator FAR-45452 
IX35 LM 02/10-10/13 4 су! 2.0L, 2.4L Radiator FAR-45460 
IX35 LM 02/10-10/13 4 cyl 2.0TD Radiator FAR-45462 
LANTRA J2 05/95-05/00 Radiator FAR-45514 
SANTA FE CM 11/09-08/12 V6 3.5L Radiator FAR-45892 
SANTA FE CM 11/09-08/12 4 Cyl 2.2TD Radiator FAR-45895 
TUCSON 08/04-03/07 V6 2.7L Radiator FAR-46301 
VELOSTER 07/12- 4 cyl 1.6T Radiator FAR-45580 
ISUZU TRUCK 
SOME Condenser FA-13424 
KIA 

CERATO TD 01/09- 03/13 4 cyl 2.0L Radiator FAR-50420 
GRAND CARNIVAL VQ 06/10- V6 3.5L Radiator FAR-50525 
GRAND CARNIVAL VQ 09- 4 cyl 2.9TD Radiator FAR-50530 
OPTIMA TF 1/10- 4 cyl 2.4L Radiator FAR-45440 
RIO LS 07/00-12/05 Condenser FAC-55530 
RIO LS 07/00-12/05 Radiator FAR-51491 
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OEM Replacement Fan Assemblies 


MODEL YEAR ENGINE TYPE PART N° 
RIO UB 09/11- Radiator FAR-51495 
SORENTO XM 10/09- 4 cyl 2.4L Radiator FAR-51500 
SORENTO XM 10/09- 4 cyl 2.2TD Radiator FAR-51505 
SOUL AM 04/09-10/11 4 cyl 1.6L Petrol Radiator FAR-51509 
SPORTAGE SL 08/10- 4 cyl 2.0L, 2.4L Radiator FAR-45460 
SPORTAGE SL 08/10- 4 cyl 2.0TD Radiator FAR-45462 

LEXUS 
15350 GSE2IR 10/10- Condenser FAC-58520 
MAZDA 
2 DE 10/07- 4 Cyl 1.5i Radiator FAC-61255 
3 BK 10/03-12/09 4 Cyl 2.0L, 2.3L Radiator FAR-60351 
6 GC 08/02-08/07 4 Cyl 2.51 Dual Fan FAR-60440 
6 GC 09/04-05/05 Manual Dual Fan FAR-60443 
6 GH 01/09- Auto Dual Fan FAR-60446 
323, ASTINA, PROTEGE) BJ 1998- 1.6L, 1.8L Condenser FAC-59592Z 
323, ASTINA, PROTEGE) BJ 1998- 1.6L, 1.8L, 2.0L Condenser FAC-59595 
CX-7 11/06- Dual Fan FAR-60620 
CX-9 12/07- V6 5.71 Dual Fan FAR-60625 
MINI 
COOPER R50 О1-О4 Radiator FAR-63500 
MITSUBISHI 
LANCER CE 7/96-12/04 Radiator FAR-65817 
OUTLANDER 03/06- Condenser FAC-66500 
OUTLANDER ZG,ZH 11/06-06/12 V6 3.0L Dual Fan FAR-65855 
PAJERO NJ 11/93-11/96 = 0251 РЕТ 258) 35!“ Condenser FAC-66794 
STARWAGON WA 09/94-01/05 Radiator FAR-66411 
TRITON MK 2.4, 3.0 PET, 2.8 DSL Condenser FAC-67000 
TRITON MK 2.8 DSL Condenser FAC-67010 
NISSAN 
MAXIMA A33 12/99-12/03 V6 3.0L Radiator FAR-72322 
X-TRAIL T30 01/01-10/07 Condenser FAC-73390 
PEUGEOT 
306 97-02 Dual Fan FAR-74165 
807 02- Condenser FAC-74125 
EXPERT 07- Condenser FAC-74125 
SUBARU 
FORESTER SG9 07/02-03/08 4 cyl 2.5L (non-Turbo) Dual Fan FAC-79110 
IMPREZA GD,GG 10/00-09/05 Condenser FAC-79160 
SUZUKI 
BALENO Condenser FAC-81024 
JIMNY Condenser FAC-81024 
SX-5 10/06- Auto Radiator FAR-81921 
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OEM Replacement Fan Assemblies 


MODEL YEAR ENGINE TYPE PART N° 
TOYOTA 
4 RUNNER Condenser FAC-86763 
CAMRY ACV4OR 07/06- Acyl 2.4L Condenser FAC-85198 
CAMRY AHV4OR 02/10- Hybrid Radiator FAR-85196 
CAMRY SDV10 11/92-07/97 Acyl 2.2L Condenser FAC-85192 
CAMRY SXV20R 08/97-09/02 Acyl 2.2L Condenser FAC-85196 
COASTER HZB5OR, BB40R Motor only Condenser MO-24290 
COROLLA AETI2R 8/98-9/01 Condenser FAC-86330 
HIACE KDH, TRH O5- Condenser FAC-86762 
HIACE KDH223R 5.00 11/06- Condenser FAC-86765 
HIACE LH,RZH 8/93-7/95 Condenser FAC-86761 
HILUX Condenser FAC-86763 
KLUGER MCU28R 10/03-08/07 Radiator FAR-86580 
LANDCRUISER 100'S FZJ1O5R 4/98 - 9/02 Condenser FAC-86785 
LANDCRUISER 100'S HDJ1OOR 4/98 - 10/07 Condenser FAC-86785 
LANDCRUISER 100'S UZJIOOR 4/98 - 10/07 Condenser FAC-86785 
LANDCRUISER 200'5  VDJ200 08/07- Condenser FAC-86790 
LANDCRUISER 200'5 | UZJ200 08/07- Condenser FAC-86790 
PRIUS NHW2OR 10/03-12/09 Radiator FAR-88001 
RAV4 ACA33R 02/06- 4 Cyl 2.4L Dual Fan FAR-88121 
RUKUS AZE151R 05/10- Acyl 2.4L Dual Fan FAC-88260 
TARAGO GSR5OR 02/07- Dual Fan FAC-89105 
VOLKSWAGEN 

CADDY II Radiator FAR-95525 
POLO IV Radiator FAR-95525 
TRANSPORTER T4 98- Dual Fan FAR-95925 
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Thank You! 


‘Celebrating 


years of Highgate ae y 


A heartfelt thank you to each and every person who has been on this 
incredible journey with us over the past 50 years. 
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